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SUBJ: FRAME CLOCK CORRELATION FOR MISSION 1043 
GM es sssts THAT THE FRAME CLOCK CORRELATION FOR MISSION 
-t84S5-1 AND 1943¢2 ORWARDED ON OR ABOUT 8-22-67 AND 8-39-67, 


THIS DATA IS REQUIRED TO EXPEDITE IMC ERROR ANALYSIS STUDY OF THE 








J-3 CAMERA SYSTEM, PLEASE ADVISE IF UNABLE TO CONCUR WITH T HE 
ABOVE DATES, 


FO-P-SE-CR-E-F TOR: «1823372 AUG 67 


Declassified and Released by the NRO 
In Accordance with E. 0. 12958 


on _NOV 26 1997 
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